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E.O. 11652: N/A 
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SUBJECT: REQUEST FOR CCTV SYSTEMS AT NEW CHANCERY 
REFERENCE: KINGSTON 348 

1 . REFTEL REQUESTS THREE (3) CCTV SYSTEMS BE PROVIDED FOR NEW 
CHANCERY. MINOR CHANGES HAVE REDUCED THIS REQUIREMENT TO TWO (2) 
SUCH UNITS. 

2. ONE FIXED CAMERA WOULD NOW BE INSTALLED IN MAIN LOBBY AND ONE 
FIXED CAMERA WOULD BE NEEDED FOR BASEMENT. BOTH UNITS SHOULD HAVE 
"ZOOM" LENS CAPABILITY. CAMERA IN BASEMENT SHOULD BE MODIFIED 

TO OPERATE IN A "LIMITED LIGHT" AREA. IT IS NOW ESTIMATED THAT 
350 FEET OF CABLE WOULD BE NECESSARY. 

3. REQUEST APPROVAL AND ASSISTANCE. 

4. FOR GENERAL INFORMATION PURPOSES. PLEASE PROVIDE FULL NAME 
AND ADDRESS OF FIRM WHICH PROVIDES AFOREMENTIONED CCTV SYSTEMS. 
GERARD 
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